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ACTION EA- 10 

INFO OCT-OI ISO-00 SS-I5 INR-07 OC-05 CCO-00 RSC-OI /039 W 

078965 

PR07I056Z JAN 75 
FM AMEMBASSY VIENTIANE 
TO AMEMBASSY CANBERRA PRIORITY 
INFO SECSTATE WASHDC 2004 

UNCLAS VIENTIANE 0074 

E.O. 11652: N/A 
TAGS: ETEL, AS, LA 

SUBJECT: MESSAGE FOR MFA FROM AUSTRALIAN EMBASSY VIENTIANE 

AUSTRALIAN EMBASSY VIENTIANE IS NOT ABLE TO COMMUNICATE WITH 
MEA CANBERRA BECAUSE OE POWER OUTAGE. THEY HAVE ASKED US TO 
TRANSMIT EOLLOWING MESSAGE TO MINISTRY OF FOREIGN AFEAIRS: 

BEGIN TEXT: 

FROM AUSTRALIAN EMBASSY 
VIENTIANE, LAOS 

THROUGH COURTESY OF U.S. FACILITIES. 

TO: COMMUNICATIONS OFFICER, DEPARTMENT FOREIGN AFFAIRS CANBERRA 

WE HAVE BEEN OFF THE AIR SINCE 0900 LOCAL TIME 6TH DUE TO 
INSTALLATION OF NEW ELECTRICITY SCHEME TO VIENTIANE. IT 
WOULD APPEAR THAT WHEN RESTORED LATE MONDAY EVENING 
LINES WERE CROSSED BETWEEN P.T.T. AND EMBASSY, WHICH 
CAUSED AN OPEN CIRCUIT. P.T.T. STATED EARLY THIS MORNING 
7TH THAT TECHNICIAN WOULD CLEAR THE FAULT BUT UP TO 1700 
HOURS LOCAL TIME CONDITION STILL THE SAME. HAVE BEEN 
PHONING SENIOR TECHNICIAN SINCE 1400 HOURS TO ASCERTAIN 
WHAT PROGRESS HAS BEEN MADE (IF ANY) BUT HE HAS NOT 
RETURNED TO P.T.T. FURTHER ATTEMPTS WILL BE MADE DURING 
AFTERNOON. END TEXT 
WHITEHOUSE 
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